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vss 2 Ref. No: SVPPIR/T111 
Tasued: B/S 
Copy Mo: 7 

FR: GHENE:RY TEXT “DRESSED TO P:NPILOV 
(1981) 

roe: LONTON 

to; wosco™ thth august 1961 

Nor 2292 

‘Do PANPILOV( i) 


2 grows usrecovered) 
(67 groups unrecoverable] 


MrOOSTER (Df was refused) {6} 
(o) (o) 


Motes: [2] Or "were refused” 


(b] Technical evidence suggests that the internal serial 
musber and signature have been onitted. 


comment: (3) PATLOY: Mas, Gen. :lexsante Petrovich PLATTE, 
Director of the Gav 


soreness 
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